scanner-rosa-coronel@archive.org,open D:\Images\_incoming\compiledservicer0682unix\compiledservicer0682unix.idf,8/9/2010 12:34:36 PM
scanner-rosa-coronel@archive.org,close D:\Images\_incoming\compiledservicer0682unix\compiledservicer0682unix.idf,8/9/2010 12:34:41 PM
scanner-rosa-coronel@archive.org,open D:\Images\_incoming\compiledservicer0682unix\compiledservicer0682unix.idf,8/9/2010 1:26:14 PM
scanner-rosa-coronel@archive.org,close D:\Images\_incoming\compiledservicer0682unix\compiledservicer0682unix.qpf,8/9/2010 2:06:29 PM
unknown (batch),open D:\Images\compiledservicer0682unix\compiledservicer0682unix.qpf,8/9/2010 4:00:36 PM
unknown (batch),processing started,8/9/2010 4:00:39 PM
unknown,batch stop requested,8/9/2010 4:01:57 PM
unknown,processing stopped,8/9/2010 4:01:58 PM
unknown,close D:\Images\compiledservicer0682unix\compiledservicer0682unix.qpf,8/9/2010 4:01:59 PM
unknown,open D:\Images\compiledservicer0682unix\compiledservicer0682unix.qpf,8/9/2010 4:20:53 PM
unknown,processing started,8/9/2010 4:21:46 PM
unknown,batch stop requested,8/9/2010 4:23:21 PM
unknown,processing stopped,8/9/2010 4:23:21 PM
unknown,processing started,8/9/2010 4:25:32 PM
unknown,processing stopped,8/9/2010 4:52:37 PM
unknown,close D:\Images\compiledservicer0682unix\compiledservicer0682unix.qpf,8/9/2010 4:53:03 PM
unknown (batch),open D:\Images\compiledservicer0682unix\compiledservicer0682unix.qpf,8/9/2010 5:52:49 PM
unknown (batch),processing started,8/9/2010 5:52:53 PM
unknown,processing stopped,8/9/2010 6:21:39 PM
unknown (batch),close D:\Images\compiledservicer0682unix\compiledservicer0682unix.qpf,8/9/2010 6:21:42 PM
